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SUBJECT SALE OF FOURIER ANALYZER 
REFERENCE TELEGRAM FROM MOSCOW 7559, 2 JUNE 75 

1. THE REFERENCED TELEGRAM REPORTS THAT FRENCH 
COMPANY INTERTECHNIQUE HAS SOLD FOURIER ANALYZERS TO USSR 
FOURIER ANALYZERS HAVE IMPORTANT MILITARY APPLICATIONS IN 
SUCH AREAS AS SUBMARINE QUIETING AND ANTI-SUBMARINE WAR- 
FAREBM THEY ARE ON COCOM EMBARGO LIST AND THEIR SALE TO 
THE USSR WITHOUT AN APPROVED EXCEPTION WOULD BE IN VIOLATION 
OF FRENCH COMMITMENTS TO 

COCOM. WE HAVE NO INFORMATION ON THIS ANALYZE AND IT IS 
APPARENTLY A NEW PRODUCT AND HAS NOY YET BEEN ADVERTISED 
IN THE US. 

2. COULD YOU OBTAIN A DATA SHEET ON THE INTERTECH- 
NIQUE FOURIER ANALYZER GIVING ITS TECHNICAL SPECIFICATIONS. 

WE WOULD APPRECIATE A PRIORITY RESPONSE SINCE THE ACQUISI- 
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SIDERABLE CURRENT INTEREST AND CONCERN. THE COMPANY'S 
ADDRESS AND TELEPHONE NUMBER ARE: 

INTERTECHNIQUE 
POST BOX 1 
78370 PLAISIR-FRA CE 
TEL: 460-33-00 

3. IN REPLY PLESE CITE C-ER-5-59212. 

KISSINGER 
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